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Sound Pressure Microphone for Stethoscope Systems STV 
Description 

The sound pressure microphones are suitable for connecting to the stethoscope amplifiers STV. 
Microphones and STV-amplifiers in combination provide a highly efficient stethoscope system. 



Technical Data 





KB 11 


KB 12 


Internal Capacity (nF): 


2,5 


2,5 


Resonance Frequency (kHz): 


2 


0,35 


Power Transmission Factor (mV/m 2 ): 


10 


300 


Transmission Factor for Sound Pressure 
(ms 2 /kPa): 


0,01 


0,1 


Conditions of Use (o°C): 


-20 - +80 


-20 - +80 


Weight (g): 


15 


80 


Dimensions: 


14x14x26 


55x500 



CONFIDENTIAL 



2 








If you would like further Information about ELAMAN, 
or would like to discuss a specific requirement or project, please contact us at: 

Elaman GmbH 
German Security Solutions 
Seitzstr. 23 
80538 Munich 
Germany 

Tel: +49-89-24 20 91 80 
Fax: +49-89-24 20 91 81 
info@elaman.de 
www.elaman.de 




